
llesvily damaged except for one building} most of the buil- 
dings were without windows, doors and roots $ occupied by 
about 30 Hungarian border guard police and a company bead- 
quarters. 


2 . Barracks (former "43th" Barracks) on Flanacrf er streets 
Extensive repair work an the barracks buildings by about 
300 workers was almost completed} not occupied, 

■ 3» . "Zriayi Ilona" girls* hoarding house on Rakoczi ke^enc Streets 
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Neglected. Home of the windop and doors missing; no repair 
work; occupied by a border guard detail. 


Comment: 


Report confirms previous information. 
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